**************** 




Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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1. Scope — Specifies certain dimensions relating to the interchangeability of wing bases for columns 
used in special purpose machines constructed from modular units. 

2. Nominal Sizes 

2.1 The nominal size of a wing base for column shall be given by the nominal width of the saddle on 
the related slide unit ( see IS : 9722-1981 Dimensions for modular units for machine tool construction 
— slide units ) which is to be accommodated on the column. 

2.2 The nominal width of a wing base for mounting a column is one size larger than the nominal 
width of a wing base for mounting a slide unit since the width of the column is larger than that of 
a slide unit 



3. Dimensions 

3.1 Range of Nominal Sizes from 250 to 630 mm — As specified in Table 1 . 

4. Location of Wing Bases 

4.1 Wing bases for columns shall be located on centre bases by means of either of the following two 
forms: 

Form A — For locating wing bases for columns on centre bases with dowels and tenons. 
Form B — For locating wing bases for columns on centre ( preferred ) bases with tenons. 

4.2 If dowels are used, the dowel holes shall be midway between upper pair of fixing bolts as shown 
in Table 1, irrespective of which bolting pattern is employed and dowel pin shall be perpendicular to 
joint face. 

4.3 The locations of wing bases for columns on centre bases for Form A and Form B ( see 4.1 ) have 
been given in Appendix A. 

6. Designation — A wing base for column. Form A of nominal size 260 mm, height 560 mm shall be 
designated as: 

Wing Base for Column A 260 x 660 IS : 10188 
6. Typical applications of modular units has been given in Appendix B. 
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TABLE 1 DIMENSIONS OF WING BASES FOR COLUMNS 

( Clause 8 ) 

All dimensions in millimetres. 

OWEL HOLES TAPER 2% mhi. 
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Dimensions within bracket refer to /? — 560. 



APPENDIX A 

( Clause 4.3 ) 

A-1. Location of wing bases for coiumna on centre bases. 

A-1.1 Form A — Location of wing baaes for columns on centre base witii dowels and tenons. 

TENONS 
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A-1 .2 Form B — Location of wing bases for coiumna on centre base with tenons. 
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APPENDIX B 

( ClausB 6 ) 

B-1. Typical applications of modular units. 

IWYE UNIT 

min\ 



MULTISPINOLE HEA£ 
SPiNOLE 



SiiOE UNIT 




WING BASE 
FOR SLIDE UNIT 



^-sWWWWWW 



SHOE UNIT 



COLUMN ^ 



WING BASE 
/FOR COLUMN 



\^\H\\\\\<\\^^^\\V.\\\\V<,\v. 



CENTRE BASE 



EXPLANATORY NOTE 

In preparation of this standard, assistance has been derived from the following standards: 

ISO 2934-1973 ' Modular Units for machine tool construction — Wing bases for columns ', 
issued by International Organization for Standardization ( ISO ) 

DIN 69522-1979 ' Machine tools, modular units, wing bases for columns; constructional 
sizes \ Issued by the Deutsches Institute fiir Normung ( DIN }. 
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